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Lupton Projected Windows 



I UPTON PROJECTED WINDOWS 
embody three distinct features which 
are responsible for their rapidly in- 
creasing popularity. First, the large venti- 
lators project beyond the window line, leav- 
ing the floor space adjacent to the wall 




A typical Lupton Projected Window, Architectural Type, 
with the large ventilator opening out and the smaller one 
opening in. 



practically unobstructed for passage-ways or 
other occupancy; second, the ventilators stay 
open automatically in any position; and 
third, the ventilators form a readily shaded 
awning of steel and glass. 

The close fit of the ventilators in Lupton 
Projected Windows, their easy action, and 
the protection from rain that they give when 
open, are also highly desirable qualities of 
this style of window. 

Lupton Projected Windows are particularly 
applicable to schools, hospitals and office 



buildings where good light and ventilation 
with the minimum of direct draft must be 
economically provided. 

Lupton was the first to originate and manu- 
facture a steel window with the projected 
movement. This was in 191 1. Every signifi- 
cant improvement since that time has also 
been originated by Lupton, and today all such 
improvements are incorporated in Lupton 
Projected Windows. As a result these win- 
dows in both the Architectural and Com- 
mercial types are now oflFered to the public 
as the best windows in their field. 

The many types of buildings in which they 
are used as shown in this catalogue, prove 
their wide serviceability. Every detail of con- 
struction has been so perfected that the 
finished product is one suitable to most any 
business building. Our recommendations on 
any of your window requirements will be 
freely given. 




Close-up showing method of operating the ventilators. The 
friction shoe slides down as the bottom of the ventilator moves 
out, the adjustment being such that the ventilator stays 
securely in any position. 



4 



Architectural Projected Windows 



Construction 

Frame members, Section 376, are of heavy 
one-piece solid steel, with the corners riveted 
and arc welded on the inside shoulder and 
pivot. By its shape, the Lupton frame mem- 
ber provides for sufficient anchorage in the 
masonry and a good surface for plaster finish. 
See page 7 for full size sections. 

The corners of the ventilators are riveted 
and arc welded on the inside shoulder. Ven- 
tilators are balanced on a pair of swinging 
arms, with a bronze friction shoe at each of 
the sliding corners, backed by a compression 
spring. In **out-at-bottom*' ventilators, the 
bottom edge of the ventilator swings out as 
the top edge moves downwards, the top cor- 
ners being guided by the frame. The '*in-at- 
top'' ventilators move in just the opposite 
way, the top edge swinging in as the bottom 
edge moves upward. With this construction, 
the ventilators are securely held in any posi- 
tion by friction, without the use of fasteners 
or adjusters. 

In Architectural Projected Windows, large 
single light ventilators always project outside 
the plane of the window. Small ventilators at 
the bottom of the units, where they occur, 
project '*in-at-the-top." See standard sizes, 
pages 8 and 9. 

Mullions 

Two or more units may be combined for use 
in the same opening by using the Lupton 
Mullion shown in detail on page 13. W^hen 
figuring opening sizes where mullions are to 
be used, add the dimensions of the windows 
together, and to this, add 2 inches for each 
mullion used. By its design, the Lupton Mul- 
lion serves as a cover as well as a mullion. 

Glass Sizes 

Tables of standard sizes on pages 8 and 9 
are based on stationary lights of glass, and 
glass sizes are so given. Glass in ventilators is 
2 inches less both in height and width. 

Glazing 

Glass is held by standard Lupton Glazing 
Angles, bedded in putty. These angles give 
added finish to the windows and are held in 
place by round head steel screws. 



Hardware 

Lupton Architectural Projected Windows 
are always furnished with bronze hardware 
as a standard. This hardware is of a striking 
design and finish, and is in keeping with the 
high quahty of the windows. Cam handles 
are regularly furnished with both types of 
ventilators, which are within reach of the 
floor. Ventilators out of ready reach are 
operated by standard Lupton ring type cam 
handles. This condition calls for the use of a 
pole, the ventilator being opened by releasing 
the cam handle, inserting the pole in the ring 
at the top of the ventilator, and then pulling 
down on the pole. 

Shades and Screens 

Shades can be very satisfactorily applied to 
Lupton Architectural Projected Windows, 
but it must be kept in mind that the shade 
roller should be located far enough from the 
windows to give clearance for the hardware. 
We furnish a special bracket, at an increase in 
price, to which the shade roller bracket can 
be attached, when specified. Consult details 
on page 14 before specifying the shades. 

Various styles of screens may be used, but 
in every case proper clearance must be allowed 
for the operation of hardware. Screen details 
are shown on page 23. Neither the shades nor 
screens are furnished by Lupton, but advice 
on application is cheerfully given on request. 

Underwriters' Labels 

W'here the ventilators open out, Lupton 
Architectural Projected Windows can be 
made to conform to the Underwriters' Speci- 
fications. This involves the use of special 
hardware and larger glazing angles, and 
limits the glass area. Ventilators which open 
in cannot be made to bear the Underwriters' 
Label. 

Painting 

x^U Lupton Architectural Projected Win- 
dows are painted one coat of Lupton Standard 
steel window paint, oven dried. They should 
be given two additional coats after erecdon. 

Erection 

This type of steel window should be 
erected by the window manufacturer. 
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DAVID LUPTON'S SONS COMPANY 



HARDWARE 




OJ 



Bronze Pull Down Ring, used at the top of open-out 
ventilators, not within easy reach. 




Cam Handle (ring type) used at the bottom of 
ventilators not within reach of the floor. 




Cam Handle used on ventilators opening out. 



Cam Handle used on ventilators opening in. 



SPECIFICATIONS 



Architectural 
Projected Windows 

1. All windows, except as otherwise noted on 
drawings, shall be Lupton Architectural 
Projected Windows of solid steel, manu- 
factured by David Lupton's Sons Com- 
pany, Philadelphia. 

2. All sections shall be of heavy solid steel, 
the corners of the frame being riveted 
and, in addition, arc welded on the inside 
shoulder and pivot, not ground. The use 
of built-up frame members will not be 
permitted. Outside frame member shall 
be a one-piece unequal leg channel 
section. 

3. Ventilators shall be balanced on swing- 
ing arms, with a bronze friction shoe at 
each of the sliding corners, backed by a 
compression spring. The maximum open- 
ings of **open-out" ventilators shall be 
100°; for **open-in" ventilators, 90°, Ven- 
tilators shall remain rigidly open in any 
position without the use of fasteners or 
adjusters. Ventilators shall have all four 
corners riveted and arc welded on inside 
shoulder, without grinding. 

4. Glass shall be (state kind and thickness) 
and shall be held in the window by glaz- 
ing angles, bedded in putty. 

5. All hardware shall be bronze, of standard 
Lupton design, and shall include Cam 
Handles at bottom of ventilators, and 
Pull Down Rings for pole hook operation 
at top of open-out ventilators, when out of 
reach of flopr. 

6. All windows shall receive one coat of 
manufacturer's standard paint, oven dried. 

7. Windows shall be erected by the window 
manufacturer, under separate contract. 
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LUPTON ARCHITECTURAL PROJECTED WINDOWS 
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DAVID LUPTON'S SONS COMPANY 
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LUPTON ARCHITECTURAL PROJECTED WINDOWS 
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DAVID LUPTON'S SONS COMPANY 




Gulfport High School 
Gulfport, Miss. 

N. W. Overstreet, Architect 
Algernon Blair, Contractor 

This modern school building 
uses Lupton Architectural Pro- 
jected Windows, in all wall 
openings. 




Endicott-Johnson Corp. . 
St. Louis, Mo. 

Nolte & Nauman, Architects 
R. W. Morrison Construction Co., Contractors 

Lupton Architectural Projected Windows are 
used in the office portion of this warehouse. 
Horizontal muntins are used in large ven- 
tilator lights and in stationary lights. The 
bottom ventilator at right shows extreme 
position for ease of cleaning. 





The J. D. Deutsch Company 
Cleveland, Ohio 

S. H. White, Architect 

The Super-Built Construction Co. 
Contractors 

Lupton Architectural Projected Windows are 
used in this funeral parlor. In this installa- 
tion, the ventilators open in-at-the-top. 
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DAVID LUPTON'S SONS COMPANY 



St. Joseph's Parish School 
Webster, Mass. 

H. S. Ludorf 
Architect 

The T. J. Pardy Constr. Co. 
Contractors 

A New England School 
Building obtains the neces- 
sary light and ventilation by 
the use of Lupton Archi- 
tectural Projected Win- 
dows. View at right shows 
a typical classroom in this 
school. 




An attractive Cafeteria in which Lupton 
Architectural Projected Windows are 
used. In this installation, vertical mun- 
tins are used and both ventilators in each 
unit open out-at-the-bottom. 




National Geographic 

Society 
Washington, D. C. 

Arthur B. Heaton 
Architect 

Skinker & Garrett 
Contractors 

The new building of 
this well-known society 
is equipped throughout 
with Lupton Architec- 
tural Projected Win- 
dows. The units in this 
installation were fur- 
nished with muntins. 
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LUPTON ARCHITECTURAL PROJECTED WINDOWS 



WALL- DETAIL/ 

•bHICiC- /CAL£- FULL'/lZt- -/TEtL- 
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DAVID LUPTON'S SONS COMPANY 



WALL- DETAIL/ 
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COMMERCIAL PROJECTED 
WINDOWS 



Construction 

Window members are the same as are used 
in Lupton Pivoted Windows, and are of one- 
piece solid steel. Frame member is an angle 
(Section No. 308), Muntins are standard 
Lupton Section No. 300. As compared with 
Architectural Projected Windows the Com- 
mercial Type conforms in glass sizes and 
dimensions to Lupton Pivoted Windows 
(described in another catalogue chapter) and 
has several small lights in the ventilator in- 
stead of a single large one. 

The ventilators are similar in design and 
operation, having the same friction shoe as 
the architectural type, controlling their in- 
ward and outward movements. 



Mullions 

In Commercial Projected Windows, stand- 
ard Lupton T-Bar Mullions are always used 
where two or more windows occur in an open- 
ing. (See full size sections, page 7.) When 
figuring opening sizes where mullions are to 

MULLIOM COVtZ CAM 3t 
fUZA/UMtD AT tXTftA COJT) 




WINDOW 



DIMEN/ION 



'WINDOW- 



DIMENSION 



MULL I ON 



be used, add 2 inches for each muUion to the 
total width of the window. (See detail 
above.) When specified, we will furnish 
steel plate covers for the mullions, at an 
increase in price. 

Glass Sizes 

Standard glass sizes are 12 x 18 in. and 
14 X 20 in. Glass in ventilators is always 



reduced in height or width or both because of 
the weathering. (See Page 17.) 

Glazing 

Glass is held by glazing clips and putty, 
four clips being furnished for each light of 
glass. The clips are sprung into the muntins 
or frame and their elasticity provides for a 
solid bearing against the glass without break- 
ing it. 

Hardware 

Malleable iron hardware is regularly fur- 
nished as standard with Lupton Commercial 
Projected Windows. Method of using the 
hardware is the same as for Architectural 
Projected Windows. 

Shades and Screens 

The same general recommendations for 
Lupton Architectural Projected Windows 
apply to the Commercial Projected Windows. 
Details on page 23 should be referred to. 
Shades and Screens are not furnished by 
Lupton, but details of application will be 
cheerfully given on request. 

Underwriters' Labels 

Lupton Industrial Projected Windows 
(open out vents only) will be furnished to 
bear Underwriters' Labels when so specified 
and at an increase in cost. 

Painting 

All windows are painted one coat of Lup- 
ton standard paint, oven dried. They should 
be given two additional coats after erection. 

Erection 

Lupton Industrial Projected Windows may 
be erected by Lupton or others. 
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DAVID LUPTON'S SONS COMPANY 



HARDWARE 




Malleable Iron Pull Down Ring at the top of 
ventilators out of ready reach, requiring 
the use of a pole. 




Malleable Iron Cam Handle for all ventilators 
opening out-at-bottom. 



1 „ _ i 
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Malleable Iron Cam Handle with straight grip, 
for all ventilators opening in-at-top. 



SPECIFICATIONS 



Commercial Projected 
Windows 

1. All windows, except as otherwise noted on 
drawings, shall be Lupton Commercial 
Projected Windows of solid steel, manu- 
factured by David Lupton's Sons Com- 
pany, Philadelphia. 

2. All sections shall be of low carbon steel, 
of standard Lupton shape. Outside frame 
member shall be angle section, No. 308, 
the corners of which shall be riveted. 

3. Ventilators shall be balanced on swing- 
ing arms, with a bronze friction shoe at 
each of the upper corners, backed by a 
compression spring. The maximum open- 
ing of out-at-bottom ventilators shall be 
100°, in-at-top ventilators 90°. Ventila- 
tors shall remain open in any position 
without the use of fasteners or adjusters. 
In ventilators up to and including six 
lights, the two corners to which the fric- 
tion shoes are riveted shall be arc welded 
on the inside shoulder, not ground. 

4. Glass shall be (state kind and thickness) 
and shall be held in the windows by 
standard Lupton Glazing Clips, four to 
each light. 

5. All Hardware shall be malleable iron of 
standard Lupton design, and shall include 
ringtype Cam Handles for ventilators 
opening out-at-bottom and Pull Down 
Rings for pole hook operation for same 
ventilators out of ready reach. In-at-top 
ventilators shall have straight grip Cam 
Handles. 

6. All windows shall receive one coat of 
manufacturer's standard paint, oven dried. 

7. Windows shall be erected by window, 
manufacturer or others (state which). 
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LUPTON COMMERCIAL PROJECTED WINDOWS 
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DAVID LUPTON^S SONS COMPANY 



•WALL- DETAIL/- 
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LUPTON COMMERCIAL PROJECTED WINDOWS 
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DAVID LUPTON'S SONS COMPANY 




St. Thomas Aquinas School 
Toledo, Ohio 

Comes, Perry & McMuUen 
Architects 

C. A. Degner, Contractor 

A pleasing school building design, 
with Lupton Commercial Pro- 
jected Windows, used throughout 
to insure good lighting and ven- 
tilation. 



Illinois Electric Company 
Los Angeles, Cal. 
Noerenberg & Johnson, Architects 
Robert E. Millsap, Contractor 

A combination of Lupton Commercial 
Projected Windows and Lupton Pivoted 
Windows in this four-story building. The 
Projected Windows are used in the second 
floor openings. 




R. J. Ederer Thread Company 
Frankford, Philadelphia, Pa. 

Wm. Steele & Sons Company 
Engineers and Constructors 

This manufacturing building uses 
Lupton Commercial Projected 
Windows in all openings except 
those in the office portion on the 
first floor, where Lupton Double 
Hung Windows of galvanized 
steel were specified. Cross Mun- 
tins are used in the latter to 
match the appearance of the 
Projected Windows. 
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LUPTON COMMERCIAL PROJECTED WINDOWS 



COMM E RCI AL« P RO J ECT E D -W I N DOW/ 




DOTTtD LlhlU JHOW 
VttlTILATOHJ 
EtVtRJtDTO 
PtHMir QLLhNING 
OUTJIDt JUJLtAQt 
or GLAJJ tROM 

mjwt orbuiLDWG 




WINDOW/' CAN BE- FURNISHED IN f2\ 13' OZ 
l4\20''GLArr, VENTILATORr NOT TO EXCEED 
3 LIGHTS' WIDE AND 1 LIGHTS HIGH. 
STANDARD HARDWARE IS MALLEABLE IRON • 
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DAVID LUP TON'S SONS COMPANY 



Campbell Soup Company 
Camden, N. J. 

Wm. Steele & Sons Company 
Engineers and Constructors 

Lupton Commercial Projected Windows are 
shown in, the factory portions on the four 
lower floors and part of the fifth and sixth 
floors. Lupton Double Hung Windows of gal- 
vanized steel are used in the other openings. 





Miss Bright's 

School 
Chattanooga 

Tenn. 
R. C. Hunt 
Architect 
Mark K. Wilson 
Contractor 

This installation 
shows Lupton 
Commercial Pro- 
jected Windows 
with the smaller 
ventilators open- 
ing **in-at-the- 
top.'* 



Consolidated Gas, Electric 
Light & Power Company 
Baltimore, Md. 

A building of massive design, 
with Lupton Commercial Pro- 
jected Windows used in all side- 
wall openings. 



Kentucky State University 
Lexington, Ky. 

A, O. Whipple, Architect 

Blanchard Bldg. Co., Contractors 

This is the athletic building, the 
Lupton Commercial Projected 
Windows in large sidewall open- 
ings having circle heads. 
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LUPTON PROJECTED WINDOWS 





•JCR-CCN- & /HADC - DETAILJ"- 



'OUT' VENTJ-' 
^ 




POn^OPEN 
OUT VENTJ-- 



-i V 



^ ^ (- 

• F'lXED'J'CQEEN-^r' 


KnDEJ-'FOR'OPBN' 


•///• VENKT' 


























^ 
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ROLL UP- 

■AT- JAMB- 
■FOR- OPEN- 
OUT- VErhJTJ'- 



QOLL-UP-JCREEH- 
■AT-WILL- rOR- 
\OPeMOUT-VeNTJ'- 




23 



OTHER LUPTON PRODUCTS 






Lupton Pivoted Windows 

The standard and accepted 
steel window for factories, 
stores, garages, warehouses and 
all sorts of business buildings. 
Rigidly built of solid rolled 
steel sections. Made in 20 stock 
sizes for immediate shipment. 

Lupton Operating Device 

A device designed on the tor- 
sion principle which gives effi- 
cient control of sidewall pivoted 
windows in medium length 
runs. May be equally well ap- 
plied to existing steel or wood 
windows. Manual operation. 

Lupton Counterbalanced Windows 

These windows make bal- 
^ anced ventilation auto- 
matic. When the lower 
window is opened, the upper 
window lowers an equal 
distance, thus providing an 
entrance for fresh air and 
an exit for exhausted air at 
the same time. 

Lupton Double Hung Windows 

A practical, good-looking, easy- 
moving window for office build- 
ings, hotels and apartments. 
Weather-tightness is assured by 
the carefully designed construc- 
tion of galvanized steel plate. Low 
cost is due to quantity production. 

Lupton Residence Casement Windows 

Made from one-piece cop- 
per steel members, with ex- 
tended hinge which permits 
cleaning both sides of the 
glass from within the room. 
We also make Steel Base- 
ment Windows. 

Pond Continuous Windows 

This window forms a trans- 
parent weather-protecting 
shelter over a continuous open- 
ing, and gives remarkable effi- 
ciency in the natural lighting 
and ventilation of industrial 
buildings. Long runs are 
readily controlled by Pond 
Operating Device, 

Pond Operating Device 

Employing the tension princi- 
ple. Pond Operating Device has 
no equal for operating runs of 
top hung windows or large 
groups of pivoted windows. 
Free from useless stresses. Gives 
efficient mass control and ex- 
ceptionally long service. 
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Lupton Casements 

HEAVY TYPE 



The highest grade steel win- 
dows for banks, libraries, clubs, 
officebuildingsorfineresidences. 
They are made in six standard 
types, and can be furnished to 
suit any size or shape of opening. 
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Lupton Commercial Steel Doors 







M 
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Modern doors for every com- 
mercial and industrial purpose. 
They are made of heavy sheet 
steel, built-up and spot-welded 
at vital points. Furnished in 
standard sizes in both Hinged 
and Sliding typ^s. 



Lupton Industrial Steel Doors 

Ideal for the inside and outside 
doors of factories, power- 
houses, warehouses and other 
industrial buildings where great 
strength and rigidity are re- 
quired. They are made from 
seamless steel tube, oxy-acety- 
lene welded throughout. 

Lupton Steel Partition 

Lupton Steel Partition is strong, 
rigid, and dignified in appear- 
ance. Bolted construction 
makes it readily removable in 
units. Interchangeability is as- 
sured by standard heights and 
widths of units. Easy to keep 
clean. 

Lupton Rolled Steel Skylight 

Built to stand severe service. 
Glass is held between strips of 
specially treated fibre, eliminat- 
ing breakage due to vibration 
and wide range of temperature. 
The cap is either of copper or 
galvanized steel, the bar of steel. 

Lupton Steel Shelving 

A type suited to every storage 
requirement. Storage Shelving 
for mills; Display and Unit 
Shelving for stores and offices; 
Racks for special requirements; 
all cut maintenance costs, con- 
serve floor space and simplify 
store keeping. 

Lupton Steel Factory, Store and 
Office Equipment 

Lupton Factory Equipment solves the problems 
of commercial furniture. Made of smooth, dur- 
able steel, Lupton Shop Desks, Bench Legs, 
Bench Drawers, Tool Cabinets, Steel Cabinets 
Display Counter, etc., give lasting investment 
value. Easily kept clean. 





